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E.O. 11652: N/A 
TAGS: EAID, UV 

SUBJECT: PORTABLE HOSPITAL 

1 . PRESIDENT LAMIZANA CONVOKED ACTING CHARGE HUCHEL AND ECON 
OFFICER FORD JULY 28 AND REQUESTED USG ASSISTANCE IN AIR TRANSPORT OF 
PORTABLE HOSPITAL FROM BREMEN GERMANY TO OUAGADOUGOU. PRESIDENT STATED 
35-TON US ORIGIN HOSPITAL CONTAINED IN 712 PACKAGES WAS GIFT 

OF FRG. HE DID NOT EXPLAIN WHY FRG NOT SHIPPING HOSPITAL. 

VOLTAN ARMY COLONEL MANTORO WAS ALSO PRESENT FOR MEETING. 

2. FRG CHARGE RANFT TOLD EMBOFF HE KNOWS NOTHING OF HOSPITAL. 

3. PRESIDENT LAMIZANA SAID DECISION ON TRANSPORT OF HOSPITAL 
MUST BE TAKEN BY AUGUST 1 1 . ACTING CHARGE STATED HEWOULD REPORT 
GOUV PRESIDENTIAL REQUEST AND SUBSEQUENT USG RESPONSE. KILLION 
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